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ORIGIN SY-10 

INFO OCT-01 ISO-OO ABF-01 /012R 

DRAFTED BY A/SY/EX MPROUDFOOT:DLH 
9/13/73 EXT 20459 

APPROVED BY A/SY/EX JTNOONAN 
DESIRED DISTRIBUTION 
BF/OAG - CHARLES ELLISON 

087550 

R 132002Z SEP 73 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK 
AMEMBASSY PHNOM PENH 
AMEMBASSY VIENTIANE 
AMEMBASSY SAIGON 
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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SECURITY CLEARANCE 

THE GENERAL ACCOUNTING OFFICE HAS REQUESTED THE DEPART- 
MENT ADVISE YOU THAT DOMINICK A. BINETTI, BORN MAY 11, 

1924, WILLBE SUBJECT TO TRAVEL IN SOUTH VIETNAM, THAILAND, 

AND LAOS, IN CONNECTION WITH A REVIEW OF THE REFUGEE, WAR 
CASUALTY, CIVILIAN HEALTH, AND SOCIAL WELFARE PROGRAMS IN 
SOUTH VIETNAM, LAOS, AND CAMBODIA. 

MR. BENETTI DEPARTED FROM THE U.S. AROUND SEPTEMBER 4, 1973, 
FOR A PERIOD OF ABOUT 18 DAYS. 

SUBJECT SHALL BE REQUIRED TO PRESENT OFFICIAL U.S. GENERAL 
ACCOUNTING OFFICE CREDENTIALS. 

THE ABOVE NAMED GENERAL ACCOUNTING OFFICE EMPLOYEE, ASSIST- 
ANT DIRECTOR, INTERNATIONAL DIVISION, HOLDS TOP SECRET 
SECURITY CLEARANCE ON A NEED-TO-KNOW BASIS. 
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GAO HAS BEEN REQUIRED TO SEND NOTICES OF FUTURE TRAVELS 
OF THEIR PERSONNEL WELL IN ADVANCE OF THEIR DEPARTURE. RUSH 
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Film Number: n/a 
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Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730936/aaaabamw.tel 

Line Count: 63 
Locator: TEXT ON-LINE 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05-Dec-2001 by martinml>; APPROVED <28 FEB 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SECURITY CLEARANCE THE GENERAL ACCOUNTING OFFICE HAS REQUESTED THE DEPART- 

TAGS: ASEC 

To: BANGKOK MULTIPLE 

Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




